Burned down September 20, 2000 8 Peter Parley Row 


1800 


1934 WPA Census of Old Buildings in Connecticut Survey at the Connecticut State Library Digital 
Collection. Slide #051 
Late 18" century on south side of road 
which runs west from Route 5, 3 miles north of 
town line — original chimney gone 


1985 Townwide Historic and Architectural Survey of Berlin, Connecticut. Survey # 145 


1800 current owner: Zephorene Ventres 


2018 Town of Berlin GIS Index. 


2001 current owner: 
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Town No.: Site No.: 


— DISTRICT 1F NR, SPECIFY 
re) o ¥ : 
: YJ ly Yeu ee, co #1 4 » DO Ss [Jnr oO Actual O Potential 
1. BUILDING NAME (Common) (Historic) x = 
TOWN: CITY VILLAG OUNTY 
z Berlin Hartford 
3 R NO NU R (and/or location) 
< 
v| 8 Peter Parley Row 21-2/114/1 
| 4. OWNERIS) 20 Peter Parley Row 
=| ventres, Zephorene Berlin 06037 Cpubtie [X] Private 
w 
a vu (Present) (iistorie) 
Residence Residence 
eACCESSIBILITY EXTERIOR VSIBLE FROM PUBLIC ROAD INTERIOR ACCESSIBLE . LAIN 
TO PUBLIC: (x) Yes OC) No O Yes (ine 
: Y OF BUILD DA O O RU 1ON 
Vernacular c. 1800 
8. M RIALIS) (indicate use or location when appropriate) 
h 
(x) Clapboord Asbestos Siding 1 Brick (2) Cspccity) 
OD Wood Shingle LJ Asphalt Siding O Fieldstone 
{j Board & Batten 0 Stucco im Cobblestone 
Aluminum Concrete Cut stone . 
Siding Type: Type: —-Brownstone foundation 


9. STRUCTURAL SYSTEM 


Wood frame 


O Lood bearing masonry 


C) pettoon 


Oj Structural iron or steel 


D Post and beam 


0 Other (Specify) 
10, ROOF (Type) 


1 Gable {3 Flot E) Mansord O Monitor ) sowtooth 


Other 

z feat Gombrel ia} Shed kK) Hip OB Round (Specify) 
iS (Material) : 
z Roll 0 
Y ry] Wood Shingle Asphalt DO Tin D Slote Gable end to the street 
w Other : 
S ies Asphalt shingle i} Built up O Tile (Specify) oO Ridge parallel to the street 

11. NUMBER OF STORIES| APPROXIMATE DIMENSIONS 

30" x 28" ' 

ONDITION (Nini tural? ; Thaler) 
QO Excellent i: Good i Foir O Deteriorated {) Bxcstient [x) Good [J Fair (0 Octeriorated . 


13. INTEGRITY (Lee ation) (Alterations) iF YES, EXPLAIN 


iginal 
— oe LD) moved {x] Yes Foal ie 
RELATED OUTBUILDI ORL ; UR . 


ise’ Cited Clea 
Cte fi lees 


15. SURROUNDING ENVIRONMENT 


D Open lond a (x) Residential OD Scattered buildings visi 
dua: 
OD Commerciol oy ic) Rural [digh building density 


16 INTERRELATIONSHIP OF BUILDIN N URROUNDING 


In an area with scattering of 18th- and 19th-c 


Later entrance porch: 


i 


) Other londscope feavres or buildings (Specify) 


bie from site 


entury houses. 
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DESCRIPTION (Continued) 


SIGNIFICANCE 


PHOTOGRAPHER 


a 


R 
VIEW NEGATIVE ON FILE 


s H32 


17 OTHER NOTABLE FEATURES OF BUILDING OR SITE (interior und/or exterior) 


This house has a three-bay facade. The basic plan of the house is 
nearly square; there is a slight overhang at the second story on 

front and side elevations. The central entry is protected by a Vic- 
torian porch with square chamfered posts and pilasters and simple jig- 
sawn post brackets. Windows are fitted with 2-over-2 sash; second- 
floor windows are located high under the eaves. Cornice detailing is 
obscured by siding. To the rear is an old gable-roofed extension with 
a mixture of 2-over-2 and 6-over-6 sash. 


= BUILDER 


HI ORI L OR RCH! URAL POR 


This house is sicnificant as a good surviving example of an early 19th- 
century vernacular building. Of particular interest is the architec- 
tural conservatism of the dwelling. Even though it has adopted a 

hip roof (rarely found in American houses before 1800), the building 
retains the three-bay window arrangement and the hewn overhang of 
Berlin's 18th-century central-chimney houses. The building's nearly 
“square plan strongly suggests that the hip roof, apparently reflecting 
the influence of more formal Federal-period designs, is original. 


Little could be discovered about the early history of the house. 
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